'*>
INDUSTRY                                                          ii
St.  Petersburg Independent
COUNTT
TRANSPORTATION
RAILROADS
Tampa and Quit Coast grading of new railroad between
Green Springe and Olearwater progressing.      1-3;
0 8,  1913
Tampa and Gulf Coast Line have 15 mile* of track from
Tampa to Tarpon Springe completed. 12-4;  f 8, 1914
First train over Tampa and Gulf Coast Line March 1,
1914,  starting from Tarpon Springe.  7-3;  Mh 3, 1914
The Sunshine city hand of  St. Petersburg invited to
Olearwater to celebrate arrival of first train on
new railroad April 16,  1914.  12-4;   Al 8,  1914
Big crowds go to Olearwater from St. Petersburg to
attend jubilee incident to opening of Tampa and
Gulf Coaet Railroad.    1-2;   Al 16,  1914
Tampa and Gulf Coast Railroad's first train from Tampa
reaches Largo.      1-4;   At 10, 1914
Seaboard Air Line railroad awards contract for new
Olearwater railway depot to cost  $15,000 October 15.
1923.       12-1;   0 17,  1933
Elliott Construction Company of Hickory, N.  0., contrac-
tors start construction on new Seaboard station at
Olearwater November 5, 1923.    10-1;   H 5, 1923